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ATTACHMENT ¢ T- 
ha oe 
Legend: 


l. Power station with three smokestacks, dimensions 300 x 150 meters, 
26 Carpentry shop, 100 x 80 meters, 
3. Administration building ) 
) agregate surface 150 x 30 meters 
lh. Mechanical workshop 
5. Internal combustion ang steam engine building shop. 
6s Subterranean oil tank. 
te Floating dock, 120 meters long, capacity about 3,000 tons. 
8. Pontoon, about ho meters long. 
9. Subterranean oil tank. 
10. Paint, shop, about 300 x 80 meters with subterranean oil tank, 
ii. Guard at entrance. 
12. Personnel section, 
13. Main storehouse, about 300 meters long. 
ih. Garage, 
15. Electrical workshop, about 80 meters long, 
16, Three 2.5 ton cranes. 
‘1? Three 1l-ton cranes, 
18. Entrance, 
19, Railroad tracks, 
20. Harbor basin No VI. 
21. ence. 


All dimensions stated above seem to be considerably overrated. 
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